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SECRET 

PAGE 01 STATE 053904 
16 

ORIGIN SS-10 

INEO OCT-01 ADP-00 /Oil R 
66603 

DRAETEDBY: S/ S- 0: IDLEE 
APPROVED BY: S/ S- O: SEFRY 

009186 

R 231904 Z MAR 73 
EM SECSTATE WASHDC 
TO USINT CAIRO 

SECRET STATE 053904 

EXDIS 

EOLLOWING SENT ACTION SECSTATE INFO AMMAN TEL AVIV IIDDA 
KUWAIT KHARTOUM EROM BEIRUT MAR 23 

QUOTE 

SECRETBEIRUT3312 

EXDIS 

DEPARTMENT PLEASE PASS CAIRO EOR INEO 

E. O. 11652: XGDS-1 
TAGS: PINS, EE 

SUBJECT: ARAB GOVERNMENTS SUPPORT EOR BSO 
REF: AMMAN 1482 

SUMMARY: WE HAVE BEEN VIGOROUSLY FOLLOWING UP AMBASSADOR' S 
DEMARCHES TO PRESIDENT FRANGIE AND EONOFE SECGEN 
SADAQA, REITERATING POINTS ALREADY MADE, PUTTING EORWARD 
ADDITIONAL SPECIEIC SUGGESTIONS AND STRESSING IMPORTANCE 
OE ACTION BY GOL RATHER THAN WORDS. AS YET ONY GOL 
ACTION OE WHICH WE ARE AZARE WAS MEETING WITH EEDAYEEN 
REPORTED BEIRUT 3245. WE REGARD THIS AS STOP- GAP 
MEASURE AND EOREIGN MINISTER, ARMY AND PRESIDENT 
SECRET 
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PAGE 02 STATE 053904 

FRANGIE ARE ENGAGED IN SERIOUS STUDY OE WHAT PRACTICAL 
ACTION GOL CAN TAKE. END SUMMARY 

1. IN ADDITION TO DEMARCHES MADE TO FRANGIE AND SADAQA, 

WE HAVE FOLLOWED UP WITH ACTING PRIME MINISGER, WITH 
DIRECTOR GENERAL OF PRESIDENCY, WITH EOREIGN MINISTRY, 

WITH LEBANESE ARMY, AND WITH PRESIDENT' S SON ( DEPUTY 
TONY FRANGIE). IN THESE DEMARCHES WE HAVE DRAWN UPON 
MATERIAL TAKEN FROM STATE 47847 AND OTHER SOURCES TO 
DEMONSTRATE DIRECT CONNECTION BETWEEN EATAH AND BSO, 
SPECIFICALLY CITING NAMES OF SOME OF OVERLAPPING 
LEADERS, AND TO DRIVE HOME SWING BY FEDAYEEN ORGANIZA- 
TIONS AND LEADERS AAAR FROM GUERRILLALAND OTHER 
ACTIONS VS ISRAEL TO PRESENT SITUATION WHERE TERROR AND 
ACTION AGAINST WESTERN AND MODERATE ARAB STATES CONSTITUTES 
MAJOR PART OF FE 
DECON 12/31/74. 

CATTO 
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